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Energy  Consumption 

Most  Consuming  Sites 


Least  Consuming  Sites 


Rank 

Site 

kWh 

Rank 

Site 

kWh 

1 

Seattle  Municipal 

85,726.46 

10 

Haller  Lake 

34.50 

2 

North  Service 

12,451.59 

9 

Downtown  City 

55.96 

3 

South  Service 

4,471.26 

8 

Charles  St. 

304.71 

4 

Parks-Westridge 

3,673.08 

7 

SPU  Water 

1024.17 

5 

Park  90-5 

2,697.91 

6 

Seattle  Center 

2296.96 

Biggest  Movers 


Energy  by  Hour  of  Day 


Rank 

Site 

kWh 

Last 

Move 

1 

Haller  Lake 

34.50 

1 

+9 

2 

Seattle  Municipal 

85726.46 

10 

-9 

3 

Charles  St. 

304.71 

3 

+6 

4 

SPU  Water 

1024.17 

4 

+4 

5 

North  Service 

12451.59 

9 

-4 
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Hour  of  Day 
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Station  Utilization 

By  Unique  Session 


Most  Utilized  Sites  (Absolute) 


Most  Utilized  Sites  (Normalized) 


Rank 

Site 

Session 
Count 

Rank 

Site 

Count  Per 
Station 

1 

Seattle  Municipal 

19655 

1 

Seattle  Municipal 

377.98 

2 

North  Service 

2407 

2 

North  Service 

300.88 

3 

South  Service 

754 

3 

Park  90-5 

229.00 

4 

Park  90-5 

458 

4 

Parks-Westridge 

97.25 

5 

Parks-Westridge 

389 

5 

South  Service 

94.25 

Biggest  Movers  (Absolute) 


Rank 

Site 

Count 

Last 
Rank 

Move 

1 

Haller  Lake 

14 

1 

+9 

2 

Seattle  Municipal 

19655 

10 

-9 

3 

Charles  St. 

115 

2 

+6 

4 

North  Service 

2407 

6 

-4 

5 

South  Service 

754 

7 

-4 

Connected  Stations  by  Hour  of  Day 


r\i  rn  ^-  m  id 


m  ^  in  to 


Hour  of  Day 


By  Connect  Time 

Most  Utilized  Sites  (Absolute) 


Most  Utilized  Sites  (Normalized) 


Rank 

Site 

Connected 
Hours 

Rank 

Site 

Hours  Per 
Station 

1 

Seattle  Municipal 

413732.07 

1 

North  Service 

8848.19 

2 

North  Service 

70785.49 

2 

Seattle  Municipal 

7956.39 

3 

South  Service 

32621.51 

3 

Park  90-5 

7026.89 

4 

Parks-Westridge 

16463.08 

4 

Parks-Westridge 

4115.77 

5 

Park  90-5 

14053.77 

5 

South  Service 

4077.69 

Biggest  Movers  (Absolute) 


Connected  Hours  by  Day 


Rank 

Site 

Hours 

Last 
Rank 

Move 

1 

Haller  Lake 

52.30 

1 

+9 

2 

Seattle  Municipal 

413732.07 

10 

-9 

3 

Charles  St. 

331 .22 

2 

+7 

4 

SPU  Water 

9202.80 

3 

+4 

5 

North  Service 

70785.49 

6 

-4 

cc 


Q- 
0 
CO 


c 

CC 


cc 


CD 
CO 


c 
cc 


CD 


CD 
CO 


c 
cc 


CO 


CL 
0 
CO 


Monday  1 0  November  201 4 


Page  2  of  3 


Site  List 


Site  ID 

Site  Name 

5002831 

Seattle  Municipal 

1 1 5537493 

Seattle  Center 

1 1 5537494 

Downtown  City 

9277825144 

South  Service 

9277993650 

North  Service 

9277993651 

Park  90-5 

9278035759 

Parks-Westridge 

9278161400 

SPU  Water 

9278161401 

Charles  St. 

9278161402 

Haller  Lake 
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